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भाग — IV 

PART — IV 

राष्ट्रीय राजधानी राज्य क्षेत्र दिल्ली सरकार 
GOVERNMENT OF THE NATIONAL CAPITAL TERRITORY OF DELHI 


. 


x ġ & III fo Halo 

v f/N yuk 

दिल्ली, 16 मार्च, 2017 
I a Qk 02 @ 88 @ MhQ , I @ e k @ LFk- @ 2016 @ 350- 359. — गृह मंत्रालय, भारत सरकार की दिनांक 13 जुलाई, 
1959 की अधिसूचना सं . फा . 27 / 59 - एचआईएम (i) के साथ पठित संविधान के अनुच्छेद 309 के परन्तुक द्वारा प्रदत्त शक्तियों 
का प्रयोग करते हुए तथा इस सरकार की दिनांक 21 मार्च, 2006, की अधिसूचना सं. फा . 27( 4 ) / 2000 / गृह - III @ 291 & 298 
के अधिक्रमण में , ऐसे अधिक्रमण से संबंधित पहले की गई या किए जाने के लिए हटाई गई बातों के सिवाय, राष्ट्रीय राजधानी क्षेत्र 
दिल्ली के उपराज्यपाल दिल्ली अग्निशमन सेवा, राष्ट्रीय राजधानी क्षेत्र दिल्ली सरकार में "fy fMa Qk jesKM के पद पर 
नियुक्ति के लिए भर्ती की पद्धति तथा अनिवार्य योग्यताओं के संबंध में यहां संलग्न अनुसूचि में निम्नलिखित नियम बनाते हैं , अर्थात्: 
1 . Ia{ kr kika , waitik — (1 ) इन नियमों को दिल्ली अग्निशमन सेवा भर्ती लिडिंग फायरमैन (बैंड ) के पद हेतु 

नियुक्ति एवं भर्ती ( संशोधन) नियमावली, 2017 कहा जाए । 
(2) ये दिल्ली राजपत्र में उनके प्रकाशन की तारीख से लागू होंगे । 

Vugh 


i nuke 


inlad hlhi 

k 


oxhdj . k 


os ue ku 


; kp; u in gS 
v Flok x $ piu 


in 


i W kh Her Zoky s 
me mokjkad sfy , 
v k al hek 

6 
लागू नहीं 
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चयन 


fy fMa Q k jeg 

M 


02 * (2002) 
* कार्यभार के आधार 
पर परिवर्तनीय 


सामान्य केन्द्रीय सेवा | केन्द्रीय सिविल सेवा 

समूह ग , ( आर पी ) नियमावली, 
अराजपत्रित, 2016 के अन्तर्गत 
अलिपिकीय वेतन मैट्रिक्स का 

स्तर - 4 
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v of/k 


I h kh Her hz oky s 
mEe mokjka Is visar 
$ {kd r Fkk vų 
Bs; rkw 


D; k W kh Her hz o ky s ij ho h{kk dh 
me mokilads fy , | ; fn dbzgs 
fu / kkipr 16 {kd ; kyrk 
, oavkqI ek inkufr 
o ky s mEe olj ka ij Hah 
y lx wg ka hA 


He iz d h i ) frl Wikh Her iz } li k ; k 
i n ktu fr } j k ; k i fr fu ; 6Dr @ I e lo s ku 
} kjk fofku i ) fr ; kal shjst kus oky s| 
fj Dr i n kad k i fr kr 


8 


10 


लागू नहीं 


लागू नहीं 


लागू नहीं 


शत - प्रतिशत पदोन्नति द्वारा 


; fn i n ktu fr @ i fr fu ; GDr @ ; fnd kb z foHkkx h i n ktu fr | fefr gksrks bl dh lapuk os i fj flfkfr ; kW 
I e lo s ku } \j k Her kz g ksi h gks r k xM D ; k g $ 

ft uea Hr hz d s fy , 
ft ul si n kufr @ i fr fu ; &pr @ 

I akykollok 
| eko s ku fd ; kt kuk gs 

Vk kok dk i j ke kz 

fy ; k t ku k g 8 
11 

12 

13 
in kufr °& x * ox hf fo Hlx h in kbu fr 1 fefr 

लागू नहीं 
( i) 5200 – 20200 / - रुपये + 

Anktufr ij fopkj kFk7/2 
2000 / - रुपये ग्रेड पे सहित वेतन बैंड 1 | 1. निदेशक , दिल्ली अग्निशमन सेवा – अध्यक्ष 
में ( पूर्व सं ”ोधित ) अब केन्द्रीय सिविल 2. मुख्य अग्निशमन अधिकारी – सदस्य 
सेवा ( आर पी ) नियमावली, 2016 के 

3. उप सचिव ( गृह ) राष्ट्रीय राजधानी क्षेत्र दिल्ली सरकार – सदस्य 
अन्तर्गत वेतन मैट्रिक्स का स्तर - 3 , में 5 

| 4. अनु. जा . / अनु. जन जा . से संबंधित कोई अधिकारी जो दिल्ली 
वर्ष की नियमित सेवा सहित फायरमैन 

सरकार में उप सचिव के रैंक से कम न हो – सदस्य 
(बैंड) 

5. सहायक आयुक्त ( अग्निशमन ) – सदस्य 


राष्ट्रीय राजधानी क्षेत्र दिल्ली के उपराज्यपाल 

के आदेश से और उनके नाम पर , 
आलोक गर्ग, उप सचिव ( गृह / अग्निशमन ) 


HOME-III DEPARTMENT 

NOTIFICATION 

Delhi, the 16th March, 2017 
No. F . 2 (88) DFS /HQ/Estt ./2016 / 350 - 359 . — In exercise of the powers conferred by the proviso to article 309 of 
the constitution read with the Government of India , Ministry of Home Affairs Notification No . F -27/59-Him (i) dated the 
13th July, 1959 and in supersession of this Governent’ s Notification No . F . 27 (4 )/ 2000/Home -III/291 -298 dated 
21stMarch 2006 , except as respects things done or omitted to be done before such supersession , the Lt. Governor of the 
National Capital Territory of Delhi is pleased to make the rules in Schedule , regarding the method of recruitment and 
qualifications necessary for the appointment to the post of Leading Fireman (Band ) in Delhi Fire Service , Government of 
National Capital Territory of Delhi. 

Short title and commencement. — (i) These Rules may be called Delhi Fire Service Appointment and 
Recruitment (Amendment) Rules 2017 for the post ofLeading Fireman (Band). 
(ii) They shall come into force on the date of their publication in Delhi Gazette. 

SCHEDULE 
Name of Post Number of post Classification Level of Pay Whether 

Age limit for direct 
Matrix CCS ( RP ) | Selection post or recruits. 
Rules, 2016 non -selection 

post 
2 

6 
LEADING 2 * ( 2002 ) General Central | Level 4 of Pay | Selection 

Not 
FIREMAN * subject __ to | Service, Group | matrix under 

applicable 
( BAND ) variation 

C , Non - | CCS ( RP) Rules 
dependent 

on 

| Gazetted ( Non- | 2016 . 
workload 

| Ministerial ) 


5 
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Period of probation , if 

any 


Educational and other Whether age and 
qualification required educational 
for direct recruits qualifications for direct 

recruits will apply in the 
case of promotees 

8 
Not applicable 

Not applicable 


Method of recruitment whether by direct 
recruitment or by promotion or by 
deputation / absorption and percentage of 
the vacancies to be filled by various 
methods 


10 


Not applicable 


| 100 % By Promotion 


If a departmental promotion committee exists what is its 
composition 


In case of recruitment by promotion / 
deputation / absorption grades from 
which promotion / deputation / 
absorption to be made 


Circumstances in 
which Union 
Public Service 
Commission to be 
consulted in 
making 
recruitment 


12 


13 


PROMOTION 
Fireman (Band ) with 5 years regular 
service in the Grade in Pay Band 1 
Rs. 5200 - 20200 + Grade Pay of Rs. 
2000 (Pre -Revised ) now in Level 3 
of pay matrix under CCS (RP) Rules 
2016 . 


Group C Departmental Promotion Committee ( for Not applicable . 
considering promotion ) consisting of 
1.Director, Delhi Fire Service - Chairman 
2 . Chief Fire Officer 

- Member 
3 .Deputy Secretary (Home) Govt. of National Capital 
Territory of Delhi 

- Member 
4 . An officer belonging to SC /ST category not below the 

rank of Deputy Secretary in Govt. of National Capital 
Territory of Delhi 

- Member 
5 . Asstt . Commissioner (Fire) - Member 


By Order and in the Name of the Lt. Governor 
of the National Capital Territory of Delhi, 

ALOK GARG , Dy. Secy. (Home/Fire) 
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